Brief comment text:

My organization only recently heard of the proposal to repurpose the lower part of the 900 MHz ISM band.

We respectfully express our opposition to this proposal.  Most of our over the air designs for our customers are using proprietary over the air protocols in the 900 MHz ISM band on the frequencies under discussion.  We are also using Z-Wave and LoRaWAN technologies in our system designs.  We are concerned that additional interference in this sub-band will degrade our existing and planned wireless systems.
